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            Abstract
          
        

        
          본 논문에서는 검출기의 적분시간(integration time)에 따른 불균일 보정(non-uniformity correction) 계수 활용 방안을 연구하였다. 적외선 검출기는 적분시간에 따라 반응도 및 출력 특성이 변화하므로, 적분시간에 맞는 불균일 보정 계수를 적용해야 한다. 영상 품질 향상을 위해서는 많은 수의 보정 계수가 필요하다. 그러나 메모리 용량이 제한되어 있어 저장 가능한 보정 계수의 수가 제한될 수밖에 없다. 이에 본 논문에서는 다양한 적분시간에서 특정 적분시간에 대해 획득한 불균일 보정 계수를 다른 적분시간에 활용하는 방안을 제안하였다.

        

        
          
            초록
          
        

        
          This study investigates a method for utilizing non-uniformity correction (NUC) coefficients of an infrared detector according to its integration time. Since the responsivity and output characteristics of infrared detectors vary based on integration time, different NUC coefficients are generally required for each integration time. However, memory capacity is limited, which restricts the number of NUC coefficients that can be stored and utilized. This study proposes a method for applying NUC coefficients obtained at a specific integration time to other integration time ranges.
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